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CURRENT PRICES - F HDD EQUJLHUSNT EELIVERED IS WASHUDKSI * 

1 Jfey 1964 

SAFES (Oonbimtico Loch ) 


CU. fT. coer PER 
PRICE CAPAC33T CAPACITY FT. 


5 

dr. noninsulatod safe (7110-551-5263) 

$447.00 

10 

$44.70 

2 

dr. nonlnsulated desk safe (7IIO -687 -8955) 

289.00 

4 

72.25 

5 

dr. card safe (7110-B95-1178) 

428.00 

10 

42.80 

4 

dr. H.H.N. legal else (7110-663 -6362) 

537.00 

8 

67.00 

4 

dr. legal Diebold 

55o.OO 

8 

69.50 

2 

dr. legal Diebold (7HO-260-636O) 

340.00 

4 

85.00 


FILE CABINETS (Bon -Insulated ) 

5 dr. legal else (7110-266-3796) v/loek 
5 dr. legal slate (7110-286-3797) w/o lock 


BOOKCASES (Wooden, (Haas Poor) 

3 ft. section, 1 4 In. high (7110-242-5356) 

3 ft. section, 36 In. high (7110-242-5357) 

3 ft. section, 18 in. high (7110-242-5358) 
Chp section, (7110-530-1719) 

Base section, (7U0-530-1720) 

(3 sections 3' x 14" unit vith base and cap) 

(Steel Pray glass Door) 

33” section, 3* 3/4” high (7110-262-6648' 

33" section, 32 3A" high (7U0-26e-6649 
33" section, 36 3A" high (7UO-262-6650, 

Top section (7110-262-6681) 

Base section (7110-262-6673) 

3 sections, 14 3 A” high v/base and top 


55.00 

10 

5.50 

52.50 

10 

5.25 


22.00 

3 

7.33 

23.00 

3 

7 .66 

27.00 

3 

9.00 

11.00 



11.00 



88.00 

9 

9.90 


II.70 

2 3A ft. 

4.25 

14.10 

2 3/4 ft. 

§•13 

15.00 

2 3A ft. 

5.44 

3.50 

6.50 
45.10 

8 iA ft. 

5.47 


SHELF Puma (Steel, Open great ) 

Single Unit, 3 ft. wide, 7 shelves high 80.65 20 

(approx.) 

SUPFLf CABIHEIB (Steel Asaeatoled) 

2 dr. 4 shelf, 6 l/2’ hi#i, 3 1 wide, 17" de«p 42.00 27 

(7IIO-269-8534) 


4 . 0 $ 


1.55 


The prices for the above equlpnent furnished by Depot Stock Control, OL, 
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